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lo Ihe "Zaklady etc*" l^ad and zinc nine, formcrlj 

designated Doutcch-Blei-Soharlfy-Qrube, located on 92 ul<, 
Siemianowlcka street ^Cforaerly* laupahuette-Landstraase ) 
in Beuthen Ojrtom), Tel. Uoa 53217, etc., la siibordlmted 
to the Central KoiwFerrous Hines Association located on 
ul. DoffibrowskieRO street in Ifettowita, and to the ^reew 
Mining Ministry. 

2o Ihe object includes an administration department; the 
mine proper, a processing plant, and workshops for . 
repair and maintenance work. 


Fire working fields were in operation, another one was 
beinf prepared for mining actiTities. The ere nined ma 
of iparying quality. The so-called **thir,d field", which 
yielded a zinc blend with a zinc content of up to 45^^ 
^^s nearing depletion. The average sine content .from 
the other fields was 6 - 7?. Owing to the yield fran 
the "third field", the overall average still reached a 
9^^?' i especially due to exploitation of the safety 
pillars., The material mined contained sulfldic ores 
with a proportion of 16% oxldlc ores. This oxidic 
proportion has been on a steady Increase during the 
past years In 1957, on the average the ore contained 
9 i» 24 % zinc, 2 „o 4% lead, 13o00% iron (marcasite), 0«042% 
cadmium, and 10 gr of silver per ton of ore. According 
to spectral analyses carried out at the research 
laboratory of tlis Krakow Mining Sdiool, some ore finds 
at the AltbjL^i> »Scharlev Mine In Birkerhain have a 
germanium content of up to 0.12%. This finding was not 
eozifirmedo The classical testing methods did not 
disclose the presence of any germanium . 

The 195B plan envisaged a zinc content of and a 

lead content of 1.92%» The monthly ore yield amounted 
to 35»000 - 3B^000 tons, I.ICX) - 1.200 daily tons were 
processed at the plant-owned processing facilities, the 
remainder was shipped to the Birkenhain Altblei- 
Scharley mine. During the past years, the volume of ore 
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rlned has riuaAinsd oonstsnt» kt ths prssant sicploitatlon 

rats tl:s ore deposits are expected to be depleted within the next 
20 years and* consequently, no further iiprestoents ere being BSdSo 
In addition, the poor quality of ore siined at the ''sixth field” 
with an avet^ge sine content of 5 - 7% learea little space for 

Opti9ll8ID« 

t .. Blfgt 

The ore is mechanically processed^ After crushing to SO-^oa size 
the ore is sent through to shaking tables for sorting into lumps 
fO 45 m and 45 24 an diaireter and finer grainp The two 

coarse grades ere sent to sorting tables for ssparaticm Into 
ors and waste rock* The ore has a silrer content of 300 • 350 gr 
per ton« The tailings are sent beck to the crusher and 
subsequently aent together with the fins>grain aaterial to 
druB|filtere for classification and further dispatch to the jigsa 
The lead ore thereby obtained has a lead content of 50 - 75<, 
with an average of 62 % which ie in line with the plan target 
figure. The silver content is 160 - 200 gr par ton^ The output 
fron the Jigs varies between 2S and 35J(o The enriched intermediate 
product turned out the Jigs ie subsequently crushed to 0,06 xaa 
grain in the ball crushers. The next step is the flotation process, ^ 
e select lYe operation. The processing pl^at equipped with 4 
flotation machines, each constituted of 28 cells. The lead was 
flotnted in the first 12 cells. Ihe first cell is the concentrate 
cell, two others serve as preeoncentrating cells. By flotation 
eoncsntratlon a Isad content of 45 - 70% is reached c The average 
lies between 56 and 58^, which is in line with the plan target 
figure. One ton of concentrate contains tc - ife) gr silvero The 
output raries batweah 25 and 3CS. The overall yield (obtained in 
seporating. Jig machine and flotation process} amounted to 
5^ - 63? Talightly increased in recent years), corresponding to 
a monthly yield of 4C0 500 tonso Sedium cyanide, amyl xanthats, 

butyl munthate or ethyl xanthats, as well as pine needle oil, and 
milk of lime, ara the agents used in the flotation concentration 
of lead ore. The other 16 cells of eadi flotation rmchlns are 
used for sine flotation, three of the cells being concentrate cello. 
The sine content of the concentrate wa# 545^ (in 1957) including 
Co255» of cadmium. The average output wag 74 • 76?, which is in line 
with the plan target figures. The monthly ore yield ametanted to 
4.200 * 4.500 tons. The exhausted ore is returned to the bell sdlla 
axftd subsequently reflotated in flotation machines ibe 5 and 6c 
Ethyl xanthats, pine needle oil, milk of lime, and sulfuric ccid, 
ere the flotetion agents used. Ihroagite is being concentreted in 
flotation machines I#os 7 and 8. The monthly output was 2,30C - 
2.600 tone, with a sulphur content of 42 - 45?. Witii the eicoption 
of milk of lime, the same flotation agents were used as in the 
processing of ainco 

3m The flotation«>processed lead ora was shipped to Sco'^ienice (the 

former Bleihuette Vtelter Xronek). A small proportion of the lead 
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ore oVtainvd from th« Jlgd (ao^-c&Xled Setaibl#!} vas a^t to 
Szoploniee, the reralnier to the Altblei-Scharley plont ta 
Birkenhaln ond to Lp Waryneki (Xomerlyt Helenenhuette) In 
Flekaryo Lead ore ftrow the eort^'ng tables (ao-oelled Klcubeblei) 
sent to the eame plants « 2lno ore wos sent to Seopleixice to 
the former IHenamihuette (%d)ieh accepted only dried cooeentrate 
with lees than 5S5 water content, in quant ttlea of up to 3o200 
tons per month), to the Boleslav plant near Olkush, to Trzeblnja, 
to Padzlonkov (in small quantities, to the former lasahuette), and 
to the former Hohenlc^ehuette In Kattowlts-Welnovilda^ l^rcasite 
was shipped to the ^per mills in Danzig, Wroekavek (Weichsel), 

Qrelfenberg (Gryfow) in Silesia, and mostly to Lubov (south of 
Poznan )» 

25X1 


25X1 


5. At oxldic ores cr© not flotable (onl;;» traces of such ore ere 

carried away in the flotation of sulfidle ores), the slurry ponds 
contain a sludge with a considerable zinc and lead content p 

Tailings Tron the washing process: Sludge of 24-mc crcin# 
approxirately Ifj of zinc and Col2S of lead, IncJudins 0^,6% oxidlc 
zinc and ColO^ oxidlc lead« Sludge of 24 - 80 mm grain with 
approxirctely 1.80$ zinc and 0«18$ lead, including 1*1$ oldie zihoi 
end 0,15$ oxidlc leadp 

Tailings from flotation process: apjwroxiractely 3o2$ zinc and 1$ 
lead, including 2«5$ oxidi^ zinc and 0o75$ CBtldic leadp 

6« The enterprise had a 2,300-eien labor force, Includixig 320 techilc^tl 
and administrative employees, 1,000 mine workers^ 600 proceaalag 
workers and workshop employees « 

7. General manager Engineer Kazirlcrz Glowacz, 25X1 


4p Sodium oxide was laiported froml j without any delivery 

difficulties. Xanthates wore produced in fectory-^oimsd inatc nations 
constructed during the last 2 or 3 years and operating according 
to Poliali patents. Ihese xanthates v/ere also delivered to the 
Altblei-Scharley mine, to Ueiihof rlne, and to the copper flotation 
plrnts in Goldberg and Bunzlauo In spite of their own production, 
xanthates were sometir es in short supply due to the fact that basic 
rcterials (higher alcohols) hod to be imported. Pine needle oil 
was delivered from Hajnowkc, south of Blalystok, difficulties in the 
supply were^ n ot encoun tered. Copper sulfate of high quality was 
imported from| ^and East Gemanyi partly a poor quality Polish 

product monufactiured at Czarna Huta, Thrnowltz, and Javorzna, was 
used. 


Sanitized Copy Approved for Release 2010/06/23 : CIA-RDP80T00246A045200450001-0 




Sanitized Copy Approved for Release 2010/06/23 : CIA-RDP80T00246A045200450001-0 


- 4 - 


Ttehnle^l nanagar 


Spglnaar Jan Oabrys 


lUna E^anagar 


Iktnagar of tha proceaaing 
plant 


Hanagar of aialntenanea 
dapartiDant 


Paul Jandarak, torn 




Knninaar Bolaalav Krupc, 



Enffinoer Xaziniara Oborfl 





Iha inoathly payuanta conaistad of e basic salary and a bo&uoo 

Baaic salary of ganaral mnagar mxlrally 4i;Jl^ 21.. 

^ " of xaina mnartar « 4,200 Zlo 

** of icanagar of tha 

procaaaing plant *• 1,500 Zl,, 
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Basic salary of EQna^sr of 

maintenance departnent 

" of chief eherist 
” "of laboratory chief 
" " of laboratory technicians 

" " of rine 


mxirally 3,800 21. 

• 3,000 Zlo 

" 2,500 Zlo 

an averaca 1,6CC 21« 
" » 1,500 21. 


of adrinistration ewplayaea " • 1,200 «. 1,500 21. 


There la general dlseontentxrent with vac^ea and aalarlas as le 
reflected in a hi^ atstenteeiemrate mounting to 11 % in suaoer time, 
and 22^ in winter tii!»« Only a low percentaf^e of workmen and 
employees he a true Conaunist leanings* The accident rate is 
substandard, all safety taeasures are strictly obeyed and accidents 
are eererely pmiished. Ihtal accidents sntail revoking of all 
bonuses up to the manager's* 
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